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x-archive-meta-abstract: An ultra-high speed image dissecting camera patterned after an original design by Sultanoff has produced motion pictures of shock waves having velocities greater than 7 cm/microsecond. The camera is readily adaptable to either streak or framing photography. A discussion of the camera system design indicates the modifications of the original design which allow for greater flexibility of camera use. Several photographs of high speed shock waves are used to demonstrate the various modes of camera operation. The very high framing rate (1X10^8/second) and the easy adaptation from streak to framing photography make this camera a particularly useful tool for research in the field of very fast shock waves.
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